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POWER SUPPLY 
STROMVERSORGUNG 
ALIMENTATION 
ALIMENTAZIONE 


The calculator operates on both dry cells (UM3x2) and 
commercial AC power source using the AC adaptor. 

Der Rechner kann so wo hi mit Trockenelementen (UM3x2) 
als auch Wechselstrom von Netz und einem Wechselstrom- 
Adapter betrieben werden. 


Cette calculatrice fonctionne sur piles seches (UM3x2) et 
sur le secteur en utilisant un adaptateur pour courant 
altematif. 

II Calcolatore funziona sia con le batterie (UM3x2), sia 
con una presa di corrente commerciale AC usando 
I'adattatore AC. 


REPLACING THE BATTERIES 
AUSWECHSELN DER 8ATTERIEN 
CHANGEMENT DES PILES 
SOSTITUZIONE DELLE BATTERIE 


PUSH 



AC ADAPTOR: Use AC adaptor for 3VDC, 110mA. with 
a + type plug. 

WECHSELSTROM-NETZADAPTER: Bitte verwenden Sie 
einen Netzadapter fur 3V Gleichstrom 110mA. ausgeriistet 
mit einem + Steckicontakt. 

ADAPTATEUR CA: Utiliser un adaptateur pour cour. alt. 
de 3V cour. cont.. 110mA avec une fiche de type + . 

DISPOSITIVO AC: Usate il dispositivo AC di 3VDC. 110mA. 
con una presa di tipo ♦ ^ - . 


NAMES OF PARTS 
BEZEICHNUNG DER EINZELTEILE 
NOM DES TOUCHES 
NOME DELLE PARTI 


Power switch 
Hauptschaiter 
Interrupteur d'alimentation' 
Interruttore di corrente 


Sign change key 
Vorzeichenumkehrtaste 
Touche de changement de signe 
Tasto del cambiamento di segno 


Numeral keys 
Ziffemtasten 
Touches numeriques 
Tasti numerici 


Decimal point key 
Dezimal kom mataste 
Touche de virgule decimale 
Tasto della virgola decimale 



Percent key 
Prozenttaste 
.Touche de pourcentage 
Tasto della percentuale 

Clear entry key 
Eing'abeloschtaste 
Touche d'effacement individuel 
Tasto di az 2 eramento individuale 

Clear all key 
Gesamtlosch taste 
Touche d'effacement total 
Tasto di azzeramento tot 2 le 


Equal key 
Ergebnistaste 
Touche de resultat 
Tasto del risultato 
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POWER SWITCH 
HAUPTSCHALTER 

CLEAR ENTRY KEY 

This key clears an erroneous entry. 

EINGABELOSCHTASTE 

Oiese Taste loscht falsche Eingaben. 


CLEAR ALL KEY 

This key clears the entire contents of the 

calculator. "0." is displayed on the extreme left 

of the digit display after depressing this key. 

GESAMTLOSCHTASTE 

Diese Taste loscht den gesamten Inhalt des 

Rechners. Wenn die Taste gedriickt wird, 

erscheint eine ganz links in der Anzeige. 


NUMERAL KEYS 
ZIFFERNTASTEN 

DECIMAL POINT KEY 
DEZIMALKOMMATASTE 


DIVISION KEY 
DIVISIONSTASTE 


MULTIPLICATION KEY 
MULTIPLIKATIONSTASTE 


MINUS KEY 
MINUSTASTE 


PLUS KEY 
PLUSTASTE 


EQUAL KEY 
ERGEBNISTASTE 

SIGN CHANGE KEY 

This key is depressed to reverse the sign either 
in or during the calculation or in the result. 

VORZEICHENUMKEHRTASTE 

Durch Driicken dieser Taste kann das 
Vorzeichen wahrend der Rechnung Oder 
beim Resultat gewechselt werden. 

PERCENT KEY 


INTERRUPTEUR D'ALIMENTATION 
INTERRUTTORE Dl CORRENTE 

TOUCHE D'EFFACEMENT INDIVIDUEL 

Cette touche sert a effacer une entree 
erronee. 

TASTO Dl AZZERAMENTO INDIVIDUALE 

Questo tasto annulla la battuta sbagliata. 

TOUCHE D'EFFACEMENT TOTAL 

Cette touche sert a effacer tout le contenu 
de la calculatrice. Un 0. apparaft a I'extreme 
gauche du cardran d’affichage suite a une 
pression sur cette touche. 

TASTO Dl AZZERAMENTO TOTALE 
Questo tasto azzera I'intero contenuto del 
calcolatore. Dopo che questo tasto sia stato 
premuto, suU'estrema sinistra del quadro 
delle cifre appare uno 0. 

TOUCHES NUMERIQUES 
TASTI NUMERIC! 

TOUCHE DE VIRGULE DECIMALE 
TASTO DELLA VIRGOLA DECIMALE 


TOUCHE DE DIVISION 
TASTO DELLA DIVISIONS 


TOUCHE DE MULTIPLICATION 
TASTO DELLA MOLTIPLICAZIONE 


TOUCHE DE SOUSTRACTION 
TASTO DELLA SOTTRAZIONE 


TOUCHE D'ADDITION 
TASTO DELL’ADDIZIONE 


TOUCHE DE RESULTAT 
TASTO DEL RISULTATO 

TOUCHE DE CHANGEMENT DE SIGNE 

Enfoncer cette touche pour changer de signe 
au cours d'une operation ou dans un resultat. 

TASTO DEL CAMBIAMENTO Dl SEGNO 

Premere questo tasto per cambiare il segno 
sia durante un operazione di calcolo che nel 
risultato. 

TOUCHE DF POUROENTAGF 




This key is used to perform percent calcula¬ 
tions. 

PROZENTTASTE 

Diese Taste dient zum Errechnen von Prozent- 
satzen. 


Cette touche sert a calculer des pourcentages. 
TASTO DELLA PERCENTUALE 
Questo tasto e usato per i calcoli delle 
percenturli. 


MINUS SIGN 

— sign will be displayed on the left of the 
display when the result of a calculation is 
negative or the figure is reversed to negative 
by depressing the key. 

MINUSZEICHEN 

Das — Zeichen erscheint links in der Anzeige, 
wenn das Ergebnis einer Rechnung negativ 
ist Oder wenn ein Ergebnis durch Druck der 
(Q Taste negativ wird. 


OVERFLOW SIGN 

T sign will be displayed on the left of the 
display when the result of a calculation ex¬ 
ceeds 8 digits. 

Note: The approximate value is obtained by 
multiplying the figure on the display by 10*. 
The c sign displayed on the left of the dis¬ 
play indicates that both minus and overflow 
signs are displayed simultaneously. 

Qberlaufzeichen 

Das [ Zeichen erscheint links in der 
Anzeige, wenn ein Rechenergebnis 8 Stellen 
uberschreitet. 

Zur Beachtung: Das ungefahre Ergebnis 
erhalt man, indem die Zahl in der Anzeige 
mit 10" multiphziert wird. 

Erscheint das £ Zeichen links in der 
Anzeige, so bedeutet dies. daS das Minus- 
zeichen und das Qberlaufzeichen 
gleichzeitig angezeigt werden. 


SIGNE MOINS 

Le signe — est affiche a gauche du cadran 
d'affichage lorsque le resultat d'une opera¬ 
tion est negatif ou lorsque le nombre est in¬ 
verse en negatif a la suite d'une pression sur 
la touche (2). 

SEGNO MENO 

II segno — appare sulla sinistra del quadro 
delle cifre quando il risultato del calcolo e 
negativo, o quando la cifra e cambiata in 
negative spingendo il tasto . 

SIGNE DE DEPASSEMENT 

Le signe [ est affiche a gauche du cadran 
d'affichage lorsque le rSsultat d'une opera¬ 
tion depasse huit chiffres. 

Remarque: La valeur approchee du resultat 
peu etre obtenue en multipliant le chiffre 
affiche par le nombre 10 s . 

La lettre £ apparaft a gauche du cadran 
d'affichage pour indiquer que les signes de 
depassement et moins sonr affichfo en mSnw 
temps. 

SEGNO Dl ECCEDENZA 

II segno [ appare sulla sinistra del quadro 
delle cifre quando il risultato del calcolo 
supera le 8 cifre. 

Nota: II valore approssimativo e ottenuto molti- 
plicando la cifra apparsa per 10’. 

II segno £ appare sulla sinistra del qudro 
delle cifre eo indica che sia il segno meno 
che il segno di eccedenza appaiono con- 
tempo raneamente. 


NOTE 

1. An automatic clear system is built in the power switch, 
thus permitting calculation to begin as soon as the power 
switch is turned on. 

2. If the power switch is repeatedly turned on and off 
quickly, a momentary power failure may occur which 
results in an occasional display failure. Should this con¬ 
dition occur, depress the (c^ Clear All key to restore the 
unit to normal. 

ANMERKUNG 

1 . !m Hauptschalter i$t ein automatisches Losch system ein- 
gebaut. welches sofort^jes Rechnen nach dem Einschaltcn 
des Rechners ermoglicht. 

2. Wenn der Haupocholter wiederholt schnell ein- und 
ausgeschaltet wird. konnen Storungen in der Zffernanzeige 
auftreten. Wenn dies der Fall sein sollte. bine die (c) 

Taste druefcen. Der Rechner ist somit wieder normal ein- 
satzfahig. 


NOTE 

1. Un systems d'effaccment automatique est incorpore 
dans I'interrupteur d'alimentation pe'rmettam de 
commencer les operations aussitdt que I'interrupteur 
d'alimentation est branch*. 

2. Si I’appareii est rapidemem branch* puis debranch* 
plusieurs fois d« suite, une rupture de couraru pro- 
visoire peut se produire. resultant en un mauvau 
foncttcrncmen: du cadran d'affichage. II suffit alors 
cfenfoncer la touche d'effaccment total (c)pour 
r*tablir la situation. 


NOTE 

V L'interruttore incorpora un dispositivo automutico di 

azzeramento per cui si possono miziare i calcoli non 

appena d tasto della cor rente venga atthrato. 

2. Se l'interruttore viene acceso e tpento in fretta npetuta- 
mente. puo verificarsi una momentanea interaiz»one ch 
luce con comegucntc tparuione de» numeri. In questo 
caso premete il tasto di azzeramento totale (c) per 
normalizzare t'operazione. 



SPECIFICATIONS 


TECHNISCHE DATEN 


CARACTERISTIQUES CARATTERISTICHE 
TECHNIQUES TECNICHE 


OMRON 68 
Capacity 
8di0its 


AlgeS'a.c3l sequence 

Decimal po.ru 

Fully floating dedrrct point 


Overflow: kIOF t (indcatedbv Z s*9n on 
the t*<t of the display) 

Mmui: MINUS — (indicated by — w«n on 
theMftof the display) 

We* ''32to*UK* F} 

DC 3V (UM-3x2) 

Equipped with AC adaptor jack (for 3VDC. 
110mA with type plug) 


8 S wllen 

Reihanfolge 

Algebra) idle Reihenlolgc 


18 hr*, (manganese batteries). 27 hr*, (alkaline 
batteries): Display 5555.. when used intermit¬ 
tently at a temperature of 20* C. 

DC0.4VV 

80(A) x 145(0) x 23-S(H)mm 

MMN 

WOg 

Accessories 

2 dry cells. 1 carrying strap. 1 soft case 


Obertauf: xlO* [ t ' Zeidien links 
•Oder Anaige! 

Minus: MINUS - (- Zeichen links in i 

A me ge: 


0b« 40"C (32bis 10(*F) 



Gleichstrom: 3V IUM-3x2) 

Fall* dor Rethner mil einem Wechselstrorrv 
Adapter ousgerfctet 1st, bittr Adapter mo poll 
fllr 3V DC 110mA, mit Stedckontakt 


OMRON 88 

8 chlffres 
Sequence 

Sequence algttirique 
Virgule decimate 

Vicgule d4cima<e entiertment flotxante 


Moms: MINUS - iMqui par le tigrx - 
•pparaissant sir la gauche du catsre-. 
dVfkhage). 

De Oa 40*C (dc 32 a 104*F) 

Alimentation 

C.C3V(UIA3x2)l 

fourni ovec adaptatour CA (utillset un adac 
lateur CA - CC 3V, 110mA awee une 


18 St unden (Manganbatterien). 27 Stunden 
(Alkalibanerien): Anceigeleistung 5555.. 
n unurtterbrochen bei 20* betrieben 


18 houres (pi!** s*ches x manganese). 

27 heure* (piles seches al cal .net) Affichage 
' a. lorsque la calcuiatrica « '*' 

de 2<fC- 

Courant eonb-u/0.4vV 

80(0 * 145(P| x 235(M|mm 
Po£ 



OC 3V (UM-3*2) 

Prowisto di un disposiiivo per corrome 
altemata (AC) (usata ll d'sposithio AC dt 
3V DC. 110mA con una press di tipo • ♦ ■ 
Du rata di funzionamonto 
18 orr (batierio ul manganese). 27 ore 
(barter* alkaline): renpimcnto 5555.. 
quando e usato a un trmperatura stabile 
di 20* C. 

DC 0.4YV 

80mm x 145mm x 23.5rr*t! 

Peso 

180g 

Arc o rn r i 

2 barter*, t cmghia. 1 Custoota soft«a 


CALCULATION EXAMPLES EXEMPLES DE CALCUL 

RECHENBEJSPIELE ESEMPI DI CALCOLO 


• Addition/Subtraction/Multiplication/Division • Addition/Soustraction/Multiplication/Division 

• Addition/Subtraktion/Multiplikation/Division • Addizione/Sottrazione/Moltiplicazione/Divisione 


(93+76-54) X32+10=384 

098076054032010 0 

3 84 . 

• Constant calculations 

• Rechnungen mit Konstanten 

• Calculs avec constantes 

• Calcoli costanti 


9.86X3.14=30.9604 

09.8603.140 

3 0.9 6 04 

100X3.14=314 

1000 

3 14 . 

• Power calculations 

• Potenzrechnungen 

• Calculs de puissances 

• Calcoli delle potenze 


13 3 =169 

0130 0 

1 69 . 






13 4 =28561 


0 


28 56 7. 


• Negative power calculations 

• Negative Potenzrechnungen 

4-’=0.0625 
4' J =0 015625 
4^=0.0039062 


• Calcuts de puissances negatives 

• Calcoli delle potenze negative 


0 40000 
0 
0 



00039062 


• Reciprocal calculations • Calcuis d'inversions 

• Umkehrrechnungen • Calcoli inversi 


1 

2X3+4 


= 0.1 


0203040 0 0 



• Percent calculations 

• Prozentrechnungen 


• Calcuts de pourcentages 

• Calcoli della percentuale 


270X15%=40.5 


02700150 



• Premium calculations 

• Gewinnrechnungen 


• Calcuis de primes 

• Calcoli del premio 


250->-+10% 


02500100 00 



• Discount calculations 

• Skontoberechnungen 


• Calcuis d'escomptes 

• Calcoli dello sconto 


250->-10% 


0250010000 


2 2 5 . 


• Calculations using Sign Change Key 

• Rechnungen mit der Vorzeichenumkehrtaste 


• Calcuis avec changement de signe 

• Calcoli usando il tasto del Cambiamento di Segno 


2X1—3)=—6 


0203 00 



• Calculations with overflow 

• Rechnungen mit Oberlauf 

Although the calculator has 8-digit arith¬ 
metic capacity, an overflow will occur and 
the [ sign will be displayed on the left of 
»he disolav where- 


• Calcuis avec depassement 

• Calcoli con I'eccedenza 

Bien que cette calculatrice possede une capacity 
arithmetique de 8 chiffres, un depassement 
peut se produire. Le signe [ apparaftra a 
oauche du cadran d'affichaoe de la calculatrice 











The result of a calculation exceeds 8 digits. 

A dividend is divided by 0 as 1 CK-0= ( f 0. is 
displayed.) 

All keys except (%) key become inoperative, 
thus preventing further calculations. 
xIO 8 shows the actual decimal point location. 
The actual decimal point location is 8 digits 
to the right of the decimal point displayed. 
Obwohl der Rechner eine Rechenkapazitat 
von 8 Stellen hat, wird das [ Zeichen in 
folgenden Fallen links in der Anzeige er- 
scheinen: 

Das Rechenergebnis iiberschreitet 8 Stellen. 
Ein Dividend wird durch 0 dividiert, wie 
z.B. 10-r0= ( L 0. wird angezeigt). 

Alle Tasten au&er der (cj Taste sind blok- 
kiert, so daft Rechnen unmoglich wird. 
xIO 8 zeigt die tatsachliche Stellung des 
Dezimalkommas an. Das Dezimalkomma 
liegt tatsachlich 8 Stellen rechts vom 
angezeigten Dezimalkomma. 


lorsque: 

Le resultat d'une operation depasse 8 
chiffres. 

Lorsqu'un dividende est divise par 0 tel que 
10f0=( [ 0. est affiche). 

Toutes les touches, excepte la touche Q , 
sont alors inefficaces, ce qui empeche de 
poursuivre les operations. 
xIO 8 indique I'emplacement actuel de la 
virgule decimale. L'emplacement actuel de la 
virgule decimale se trouve a 8 chiffres a droite 
de la virgule decimale affichee. 

Sebbene il calcolatore abbia una capacita di 
8 cifre aritmetiche potrebbe avvenire 
un'eccedenza e sulla sinistra del quadro delle 
cifre apparira il segno f quando: 

II risuitato del calcolo supera le 8 cifre. 
Tutti i tasti diventano inefficaci eccetto il 
tasto <s> , prevenendo in tai modo ulteriori 
catcoli. 

Un dividendo e diviso con 0, come 1CH-0= 

( L 0. e apparel. 

xl0 s mostra t'attuale posizione della virgola. 
L'effettiva posizione della virgola e 8 cifre 
verso destra dal punto decimale esposto. 


587654X2543159 

=1494497558986 


(c)587654(x)2543159 0 


xIO 8 f with 14944.975 means the approxi¬ 
mate result is 1494497500000. 
xIO 8 L mit 14944.975 bedeutet ein unge- 
fahres Ergebnis von 1494497500000. 


xIO 8 f avec 14944.975 signifie que le 
resultat approximatif est 1494497500000. 
xIO 8 [ con 14944.975 signifca che il risuitato 
approssimativo e 1494497500000. 


-33333333—88888888 

=—122222221 


(c) 33333333 @088888888 @ 



xIO 8 [ with 1.2222222 means the approxi¬ 
mate result is 122222220. 
xIO 8 i mit 1.2222222 bedeutet ein unge- 
fahres Ergebnis von 122222220. 


xIO 8 f avec 1.2222222 signifie que le 
resultat approximatif est 122222220. 
xIO 8 i con 1.2222222 significache il risuitato 
approssimativo e 122222220. 





